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Sacra watenerney 


26 May 1978 


MEMORANDUM FOR: Legislative Counsel 
ATTENTION: 


FROM: 
lef, Special Security Center 


SUBJECT: Accreditati ssell Senate Office 
Building, 


[or the Russell Senate Office Building is 


accredited for the storage of SI material in GSA approved 


Class VI containers. 
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